SHILOH  CHURCH 
Shiloh  National  Military  Park 
Shiloh,  Tenn. 

Here  stood  the  original  Shiloh  Church,  a  Methodist  Meeting 
House,  from  which  Shiloh  took  its  name.  The  present 
church  was  built  in  1949. 
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